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May 21,2012 


To: ADA Christopher Henry 


From: Nicole E, Medina 


RE: Commonwealth vs. 



Dear ADA Henry, 


Attached you will find copies of the follow ing 
n u m be rs 


documents that you requested regarding Drug 


1 . 

2 . 

3. 

4. 

5. 


Drug Analysis Laboratory Receipt. 

Evidence Control card with analytical results 

Analysis sheet with ch emist’s hand notations and test results. 

Micromedex results 

GC/Mass Spectral analytical data. 


I was the primary and custodial chemist for both lab numbers. Kate Corbett was the 
GC/MS confirmatory chemist. Should you have any questions please do not hesitate to 
call me at 617-983-6630. 



Chemist II 

Drug Analysis Laboratory 


Corbett email PRR 011968 




SAMPLE# 



No. of samples tested: 



AGENCY Chel^Ct, ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 


u^i 


GlW vS\miW OjDO'foa 

OOVx^^W fOcK \\Xsi XY^O-Wtod. 


Gross wt ( lO) 
Gross Wt ( t ) 
Pkg.Wt 
Net Wt 






Q.a 


O.OUVW 




o.ntoT 






PRELIMINARY TESTS 
Spot Tests 


Cobalt _ I 

Thiocyanate (-y-) [jJIOiCJ a 


Marquis _ 
Froehde's_ 
Mecke's 


Microcrvstalline Tests 
Gold 

Chloride “V _ 

TLTA (4) UO/aciC^ 
OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS OoccLt^g 
DATE Q2>'OS'\3. 


GC/MS CONFIRMATORY TEST 


RESULTS 




coAng.. 


MS 

OPERATOR 




DATE 


Revised 7/2005 
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o 


DRUG POWDER ANALYSIS FORW1 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST |0feJI^Yl 

Evidence Wt iX" 


PHYSICAL ^CRlPTiON: Ud 

UDhi k. 4cjtJb^ 



Gross Wt { ) 
GrossWt { ) 


Pkg. Wt 
Net Wt 


t 


i^nr) 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

REsuLTs Dyc|Cjodong 
date C&-0'S>-V^ 


GC/MS CONFIRMATORY TEST 

RESULTS ftyu^Ccxionp 

MS . 

OPERATOR WAtC _ 

date Cbg>-\^-V^ 


Revised 7/2005 
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Page 1 of 1 


Drug Information 



DRUG NAME: ROXfCET 

INGREDIENTS: OXYCODONE - 5 MG 
ACETAMINOPHEN - 325 MG 


Color: white 
Imprint: 54 543 
Form; Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 , Strip of 100 

AAPCCCode: 072702 - 
Acetaminophen with Oxycodone 


NDC: 00054-4650 
00054-8650 

Regufatory Status: Schedule (I 
Availability: United States 
Product ID 3587833 
Contact: Roxane Laboratories 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.coni/micromedex2/librarian/PFDefaultActionId/evidencexpei1.Dis... 2/14/2012 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 



Corbett email PRR 011972 








No. 

City, Chelsea Police Dept. 
Officer: Detective BRIZUELA 
Def; 

Amount: 

No, Cont: io Cent; pb 

Date Rec'd: 06/30/2011 
Gross Wt.: 14.64 i/ 


Date Analyzed: 


7i 12. 



Subst.'SUB 


No, Analyzed;! 

Net Weight: O.n 


Prelim; 


a '9’ it t/l 


Findings: ^ . 


No. 

City: Chelsea Police Dept. 
Officer: Detective BRIZUELA 
Def; 

Amount: 3.0 

No. Cont; 1 Cont: pb 

Date Rec'd: 06/30/2011 
Gross Wt.; 12.76 


Date Analyzed: 






Subst:TAB 

No. Analyzed; 1 
Net Weight: \ .ip(^ 


Prelim: 

OX^:iodoo'f 


Findings: 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\03_09_12\821011.D 

KAC 

9 Mar 2012 13:54 

BLANK 


DRUGS.M 
RTE 



Abundance TIC: 821011.O\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


821011.D Wed May 16 10:02:22 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator t 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

J; \ 03_09_12\821012.D 
KAC 

9 Mar 2012 14 ; 09 

COCAINE STD 

12 

DRUGS.M 
RTE 


Abundance 

i 

! 


4.$54 


TIC: 821012.D\dala.ms 


1000000 
800000 
600000: 

400000 
200000 

0 ]— I —r'"r—1—j— I —t— I — I —] — !— I —At— f—i—i—r— i —j—i— i — : —i—|—i—i—i—i—f—i—i—[— i —}—i— i —i—j—^—i—:—i—i—p"i-"T 'r ' i [ i r—t r 


Time-> 2.00 

3-PO 

4.00 5.00 6.00 

7.00 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4.654 


1057300 

100.00 

100.00 


821012 .D 


Wed May 16 10:02:26 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : J ;\03_09__12\821012 . D 

Operator : KAC 

Date Acquired ; 9 Mar 2012 14:09 

Sample Name : COCAINE STD 
Submitted by : 
vial Number : 12 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW TOX2.L 


PKff 

RT 

Library/ID 

CAS# 

Qual 

1 

4.65 

C;\Database\SLI,L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4.601 to 4.792 min.: 821012.D\dala.ms (-) 



Abundance #29: COCAINE 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


821012.D Wed May 16 10:02:27 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


J; \ 03_09__12\821013 .D 
KAC 

9 Mar 2012 14:25 

BLANK 
NEM 
1 

DRUGS.M 
RTE 


Abundance TIC: 821013.D\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


821013.D Wed May 16 10:02:35 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J;\03_09_12\821014.D 
KAC 

9 Mar 2012 14:40 


NEM 

14 

DRUGS.M 
RTE 


Abundance 

1500000 

1000000 

500000: 

0 I ' ' ' ‘ ' 

Iime-> 2,00 3.00 


4.654 


' I ' ' I ' 

4.00 5.00 


TIC: 821014.0\data.ms 


“I—j —I— I — i —I —I—I—I —I — I —j— I —r—I— I — I —I—1—t1—j—1 —I— I — I — j—I — I — i—I— I—i—i—1—r 

6.00 7.00 8,00 9.00 10,00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.654 

1598653 

100.00 

100.00 


821014.D Wed May 16 10:02:40 2012 Page 1 
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Area Percent / Library Search Report 



Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C;\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.65 C;\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance Average of 4.617 to 4.871 min.; 821014.D\data.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 

Abundance #59: COCAINE 



821014,D Wed May 16 10:02:41 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J: \03__09_12\82103 0.D 
KAC 

9 Mar 2012 18:40 

BLANK 


DRUGS.M 
RTE 


Abundance TIC; 821030.D\<fata.nis 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


821030,D Wed May 16 10:02:58 2012 


Page 1 


Corbett email PRR 011980 




Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\03_09_12\821031.D 

Operator : KAC 

Date Acquired : 9 Mar 2012 18:56 

Sample Name : COCAINE STD 
Submitted by : 
vial Number : 12 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Abundance 

4.$54 

1000000 


500000 


0 J I S —I—, —j- r \ -VS—j • "T -r" 

Time-> 2.00 3,00 4.00 5.00 


TIC: 821031-OWata.ms 



Ret, Time 

Area 

Area % 

Ratio % 

4.654 

1197903 

100.00 

100.00 


821031.D Wed May 16 10:03:02 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : J;\03_09_12\821031.D 

Operator : KAC 

Date Acquired ; ,9 Mar 2012 18:56 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number ; 12 

AcquisitionMeth: DRUGS.M 
Integrator : rtE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.65 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


821031.D Wed May 16 10:03:02 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

J; \03 09 12\821032.D 

Operator 

KAC 

Date Acquired 

9 Mar 2012 19:11 

Sample Name 
Submitted by 

BLANK 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abund^ll^ TiC: 821032.O\data.ms 

600 

400 

200 

0 

Time-> 2,00 3.00 4.00 5.00 6.00 7.00 8.00 .IQ^OO 11.00 12.00 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


821032.D Wed May 16 10:03:59 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


J:\03_09_12\821033.D 

KAC 

9 Mar 2012 19:27 

OXYCODONE STD 

33 

DRUGS.M 
RTE 


Abundance 

300000 

200000 : 

100000 

: > F f ] I r I I f r 

Time-> 2.00 3.00 4.00 


TIC: 821033.D\dafa.ms 
5.$14 


-i— f —I—I—s— r* T‘ "i —r“j— t — 1 — t —F— f —r—•—i— i —j—i—i—«— i —]—s—i—i— e—|— i i i t | i—i—r~T 

6.00 6.00 7.00 8.00 9.00 10.00 11.00 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

5.914 

411733 

100.00 

100.00 


821033.D Wed May 16 10:04:03 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


J: \03__09_12\821033 .D 
KAC 

9 Mar 2012 19:27 

OXYCODONE STD 

33 

DRUGS.M 
RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 5.91 C;\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


0 


m/z--> 

Abundance 

80 

60 

40 

20 

0 

m/z-> 


Average of 5.872 to 6.052 mm.: 821033.0\dala.ms {/ 


3 5 


44 


70 


230 


115 


65 


84 


140 


128 


, 169 

''' ^ 


175 


187 


201 


214 


258 

40 60 80 100 120 140 _ 160_180 200 220 240 260 280 300 

#134019; Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy-17-methyl-, (5.a!pha,)- 


230 


70 


140 


201 


30 


42 


58 




115 


84 


I ...I 


''4 


III, 


157 


40 


60 


80 


100 120 140 160 


175 

,.'ll:‘lll .lilP 


187 

'I, 


217 


268 


244 


180 


l-ryi-i 

200 


272 286 


I I i n - , r- r-T-r-t-t-m 

220 240 260 280 300 


821033.D Wed May 16 10:04:04 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

J;\03_09_12\821044.D 
KAC 

9 Mar 2012 22:17 

BLANK 
NEM 
2 

DRUGS.M 
RTE 


Abundance TIC: 821044.DWata.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


821044.D Wed May 16 10:04:18 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J; \03_09__12\82104 5.D 
KAC 

9 Mar 2012 22:33 


NEM 

45 

DRUGS.M 
RTE 


Abundance 


TIC: 821045.D\clala.ms 
5.$09 


160000 

100000 

50000 



■r—j—r "T-'r -T—I— r-- —r-T-'yT—i—i—--i — t - j-i— i—f——i—i— i —i—|— i —i—j— i —^;—t—^—r 

3.00 4.00 5.00 6,00 7,00 8.00 9.00 10,00 11,00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

5.909 

245576 

100.00 

100.00 


821045.D Wed May 16 10:04:22 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

J:\03 09 12\821045.D 



Operator 

KAC 



Date Acquired 

9 Mar 2012 22:33 



Sample Name 




Submitted by 

NEM 



Vial Number 

45 



AcquisitionMeth 

DRUGS.M ■ 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 85 


C:\Datataase\NIST05a.L 

Minimum 

Quality; 85 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASfi 

Qual 


1 5.91 C;\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 



60 



40 

4 

? 

20 


55 

0 




Average of 5.877 fo 6.078 min.: 821045.OWata.ms (-) 


3i5 


70 


230 


116 


84 98 


140 


201 


128 


159 


175 


187 


.1 ihJjL.lli 'l,, III., .il:^ 


216 


268 

244 || 272 286 


Ir . .lii.l . iV, .1 .11, 7. . . 

i I J I I r I 1 T 'j I 1—1-i-^j r : 

m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 

Abundance #134019: iVlorphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy-l7-methyl-, (S.alpha.)- 

80 

60 

40 
20 

0i ■!‘‘T-!~yt'-T-Y'Y-j-Y“i—r-F-y i'I i' 1"r r‘I■ r‘I' j i I r i i"'k j'i' r i t' i r'l 'r j i ri I'l rt t i‘| V i i‘i ( 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


230 


70 


140 


201 


30 


42 


68 


115 

84 98 ,| 128 

. .ii. n.. J.la.i lifti.i 


187 

SJli. r 


217 

..111 


258 


244 


272 


286 


300 


821045 .D 


Wed May 16 10:04:22 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


J:\03_09_12\821047.D 

KAC 

9 Mar 2012 23:04 

BLANK 


DRUGS,M 
RTE 



Time-> 2,00 3.00 4,00 5.00 6.00 7,00 8.00 9.00 10.00 11,00 12.00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


821047.D Wed May 16 10:04:32 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J;\03_09_12\821048.D 
KAC 

9 Mar 2012 23:19 

OXYCODONE STD 

33 

DRUGS.M 
RTE 


Abundance 


TIC: 821048.D\dala.ms 
6,914 


300000 

200000 

100000 


O-j-r-T- 

Time-> 2.00 

3.00 

4.00 

. . 1 ' ‘ 

5.00 6.00 

T—T—— 1 —r 

7.00 

— t — f — 1 — J — t —J —f—1—1— I — I —(III—T—!—T—1—i-[—] 1—VI—1- 

8.00 9.00 10!00 ItOO 12.00 

Ret, Time 



Area 

Area % 

Ratio % 

5.914 



493624 

100.00 

100.00 


821048.D Wed May 16 10:04:37 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\03_09_12\821048.D 

KAC 

9 Mar 2012 23:19 

OXYCODONE STD 

33 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLl.L 

Minimum 

Quality: 85 


C:\Database\NIST05a.L 

Minimum 

Quality; 85 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAStf 

Qual 


1 5.91 C:\Database\NISTOSa.L 

Morphinan-6-one, 4,5-epoxy-14~hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


m/z-> 

Abundance 

80 

60 

40 

20 

0 

m/z-> 


Average of 5.872 to 6.078 min : 821048.D\data.ms (-) 


3 5 


42 


70 


230 


115 


55 


84 98 


140 


201 


128 

Jk 


187 


159 


175 Hi 


214 


258 

244 I, 270281 ^00 


-f- 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 

#134019; Morphinan-6-one, 4,5-epoxy-14-hydfoxy-3-melhoxy-17-methyl-, (5.alpha.)- 


315 


230 


70 


140 


42 
30 li 

58 

■rY-rt 

84 

40 

60 

80 


115 




128 


157 175 


201 

187 I 217 


.i!l, ... 


258 


244 


272 286 

f-1 f 1“ 


100 120 140 160 180 200 220 240 260 280 300 


821048.D 


Wed May 16 10:04:37 2012 


Page 2 


Corbett email PRR 011991 












